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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 134367 

40 

ORIGIN SMI-01 

INFO OCT-01 EUR-06 ADP-00 SCI-06 ABF-01 EB-11 CIAE-00 
INR-10 NSAE-00 RSC-01 OMB-01 TRSE-00 NSF-04 HEW-08 
EPA-04 AGR-20 DODE-00 COME-00 DOTE-00 INT-08 HUD-02 
LOC-01 /085R 
66607 

DRAFTED BY: SMI:BWINGFIELD/KBSCHMERTZ/SAT 
APPROVED BY: SCI/MSBEAUBIEN (7/5) 

EUR/EE-RBMORLEY 

SCLJSAMPAS 

043826 

R 101803Z JUL 73 
FM SECSTATE WASHDC 
TO AMEMBASSY WARSAW 

UNCLAS STATE 134367 

E.O. 11652: N/A 
TAGS: TPHY, OSCI, PL 

SUBJECT: SMITHSONIAN/SFCP-TRAVEL OF POLISH OFFICIAL DR. 

ADAM URBANEK 

REF: STATE AllO DATED JUNE 1, 1971; WARSAW 1773 DATED JUNE 8, 

1971 

1. DRAM ADAM URBANEK WHO WAS AWARDED VISITING POST-DOCTORIAL 
FELLOWSHIP AT SMITHSONIAN INSTITUTION DURING 1971-72 HAD TO 
RETURN TO POLAND DUE TO DEATH OF HIS WIFE. SMITHSONIAN FOREIGN 
CURRENCY PROGRAM DESIRED FUND DR. URBANK'S RETURN TO U.S. TO 
COMPLETE RESEARCH. 

2. EMBASSY REQUESTED INFORM IF OBJECTION PERCEIVED UTILIZING 
PL 480 EXCESS POLISH ZLOTYS COVER INTERNATIONAL TRAVEL OF DR. 
URBANEK. 

3. DR. URBANEK WILL BE MAINTAINED ON A DOLLAR GRANT FROM THE 
SMITHSONIAN OFFICE OF ACADEMIC PROGRAMS . ROGERS 

UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 34367 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SMI:BWINGFIELD/KBSCHMERTZ/SAT 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 973/newtext/t1 9730742/aaaabeyo.tel 
Line Count: 52 
Locator: TEXT ON-LINE 
Office: ORIGIN SMI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 71 STATE A-1 10, 71 WARSAW 1773 
Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14-Jan-2002 by phillir0>; APPROVED <12 MAR 2002 by kelleyw0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SMITHSONIAN/SFCP-TRAVEL OF POLISH OFFICIAL DR. ADAM URBANEK 
TAGS: TPHY, OSCI, PL 
To: WARSAW 
Type: TE 
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